Frofessor John M. Newman 

1019 Summer Hill Drive. Odcnton. MD 21113 


H: 301-621-0576 
FAX: 410-672-7251 


August 15, 1994 


Harold, 

I am so sorry for taking this much time. No excuses really. Just 
disorganization. 

I enclose a fairly nice copy of CIA XAAZ3637, which, on page 3, has the 
discussion you and I were interested in. 

I copied some of Jean’s book and am Fedexing it back to you. 

I do hope you rest plenty and take care of yourself. Thanks for your help 
and support. 


Sincerely, 


John Newman 


Cheers, —John Newman 


